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(180)  June  1  1990  Aerial  view  of  Project  site  from  Northwest 


Sills 


Page  54 


e  58 


Progress 


Page  59 


f 


Rock  Anchors 


(262)  USAMGS-10  View  of  slip  looking  Southwest 


Over  Break 


Page  7  7 


(263)  December  1  1992 

Final  aerial  view  of  Gallipolis  Locks  and  Dam,  taken  from  Northwest 


